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ROUTING AND TRANSMITTAL SUP 3 .1882 



Attached for your review and comments is a 
first draf t of an 0MB issue paper on the new 
building. has asked for our comments 

not later than Friday, 7 May, if we wish to have 
our views incorporated into 0MB' s deliberations 
during the spring review. With respec t to the 
alternative for a smaller building. 


acknowledges that this is a SWAG based upon the 


assumption that personnel growth is one-half of 
that projected by CIA, lower power plant a cqui r e 
ments, less consolidation, and scaled-down DD/A 


;istry 


parking structure. v-iw , 

Please get back to us with your views 1 n ot 
later than Friday morning, 7 May 1982. 
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STAT 


STAT 


DO NOT in* this form at a RECORD of ai 

iimH 


MAurice Lipton, fcomptroller 


s, disposals. 


Room No. — Bldg. 


Phono No. 


» 0 « 1-102 OPTIONAL FORM 41 (Rov. 7-76) 
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1984 Spring Planning Review 
National Foreign Intelligence Program 
Issue # : CIA Building 


Statement of Issue 


Should a new building for CIA be approved? If so, how should it be financed? 


Background 



beginning in 1984: the approval of the National Capitol Planning Commission has been obtained; an 
environmental impact study has been completed; preliminary design specifications have been drawn up; and 
A-104 analysis has demonstrated cost-effectiveness. The DCI has approved $3 million in 1983 for detailed 
design work and $191 million for construction within the NFIP 1984 planning ceiling. Significant budgetary 
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